CHRIST  OF  THE  OZARKS 

This  statue,  located  at  Eureka  Springs,  Arkansas, 
is  one  of  the  largest  in  the  world,  erected  to  the 
memory  of  Christ.  It  stands  seven  stories  high 
atop  a  1500  foot  mountain.  The  arm  span  is  65 
feet. 
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